Trekking-Pedale Alu 

Gehäuse: Aluminium, Monoblock, schwarz 
Achse: Cr-Mo 

Lager: Kugellager 

Größe: 102 x 75 x 25 mm 


Mit deutschem Prüfzeichen 


#260 21200 VE = 10/50 Paar 


MTB-Pedale 

Gehäuse: Aluminium, geschmiedet, schwarz 
mit eingebauten Reflektoren 

Achse: Cr-Mo, CNC 

Lager: Industrielager, gedichtet 

Größe: 102 x 68 x 29 mm 

Gewicht: 288 g / Paar 


Mit deutschem Prüfzeichen 


#260 18401 VE = 10/50 Paar 


Triple-F-Pedale 

3-fach verstellbar: 87-107 mm für MTB, City, Road 
Gehäuse: 6061 Aluminium, stranggepresst, CNC 
Käfig: Aluminium, eloxiert 

Achse: Cr-Mo, CNC 

Lager: Industrielager, gedichtet 

Größe: 107 x 60 x 22 mm 

Gewicht: 270 g / Paar 


#260 18501 VE = 10/50 Paar 


MTB-Pedale 

Gehäuse: Aluminium, silber 

Käfig: Stahl, ED schwarz 
Achse: Cr-Mo 

Lager: Kugellager 

Größe: 103,9 x 64,3 x 27,7 mm 
Gewicht: 371g / Paar 


Mit deutschem Prüfzeichen 


#260 04800 VE = 10/50 Paar 


MTB-Pedale 

Gehäuse: Aluminium 

Käfig: Stahl, ED schwarz 
Achse: Cr-Mo 

Lager: Kugellager 

Größe: 101 x 82,7x 31,6 mm 
Gewicht: 445 g / Paar 


Mit deutschem Prüfzeichen 


#090 06000 VE = 10/50 Paar 
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Trekking-Pedal Alu 


Body: alu, monoblock, black 
Spindle: Cr-Mo 

Bearing: ball bearing 

Size: 102 x 75 x 25 mm 


With German homologation 


#260 212 00 Unit = 10/50 pairs 


MTB-Pedal 

Body: forged aluminium, black 
with reflector 

Spindle: Cr-Mo, CNC 

Bearing: industrial bearing, sealed 

Size: 102 x 68 x 29 mm 

Weight: 288 g / pair 


With German homologation 


#260 18401 Unit = 10/50 pairs 


Triple-F-Pedal 


3 times adjustable: 87-107 mm for MITB, City, Road 


Body: 6061 aluminium, extruded, CNC 
Cage: aluminium, anodised 

Spindle: Cr-Mo, CNC 

Bearing: industrial bearing, sealed 

Size: 107 x 60 x 22 mm 

Weight: 270g / pair 


#260 185 01 Unit = 10/50 pairs 


MTB-Pedal 

Body: aluminium, silver 

Cage: steel, ED black 

Spindle: Cr-Mo 

Bearing: ball bearing 

Size: 103.9 x 64.3 x 27.7 mm 
Weight: 371g / pair 


With German homologation 


# 260 048 00 Unit = 10/50 pairs 


MTB-Pedal 

Body: aluminium 

Cage: steel, ED black 
Spindle: Cr-Mo 

Bearing: ball bearing 

Size: 101 x 82.7x 31.6 mm 
Weight: 445 9 / pair 


With German homologation 


#090 060 00 Unit = 10/50 pairs 
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